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Allocation of Cbrcdea 


1 C ons a n d in g 1* Baferaace 1* Bade to the transfer of 

Officer Mine (9) ungraded personnel to the Supply Branch 

eo. 22 Komscibo* 1944* la connection vita the 
transfer of the salvage functions trm the 
Malaletrativo Office, Arlington Sell Station 
to the Supply Branch* 

S. It has been determined that at the 
tins thie transfer ms mads, personnel only 
eerv- transferred and not vacancies*, Xnaeaucfe 
Me an entirely separate function vas assigned 
to the Supply branch in accordance with the 
Standing Operating Procedure - Organisation 
Manual dated 5 October 1944# it ie recocsi-nnded 
that sofSloient vacancies be assigned to the 
Supply Branch to cover the personnel transferred* 

3* *t has been determined informally 
tilth, the Adsdnistratlve Officer. Arlington 
Ball Station that unused v&oanaiae exist within 
hie allotment, therefore, this transfer can be 
aeccastpliBhcd wither )t incoavoi dence • 



Fi - 272 3 * *. Slack 

it. Colonel, SPSIB-2 
Acting C h a lraan , 
Personnel Control 
Coeaittee 
Id January 1945 


i 

t 

t 

» 

i 

i 

1 

) 


Approved for Release by NSA on 04-07-2014 pursuant to E.Q. 13529 



